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SUBJECT: GERMAN OSCILLOSCOPE TO POLAND-IL 1584 
REF: COCOM DOC (77) 414 

OBJECT. CIRCUMSTANCES SURROUNDING PROPOSED EXPORT ARE NOT 
BELIEVED TO OUTWEIGH STRATEGIC RISK INHERENT IN THE EXPORT 
TO A PROSCRIBED DESTINATION OF A 300 MHZ 
OSCILLOSCOPE INCORPORATING TRAVELING WAVE TUBE. 
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